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CONFIDENTIAL 
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ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 USIA-06 
TRSE-00 SOE-02 DOE- 11 CIAE-00 COME-OO /040W 

100516 030758Z/15 

R 022127Z MAR 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 8062 

CONFIDENTIAL PARIS 07661 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, PL, GW 

SUB J : GERMAN OSCILLOSCOPE TO POLAND - IL 1584 

REFS: A) COCOM DOC. (77) 414, B) STATE 148234 (6/24/77), 

C) PARIS 22353, D) STATE 249183 (10/17/77) 

1 . GERMAN DEL MADE FOLLOWING REMARKS AT COCOM MEETING 
FEB. 28 REGARDING REFCASE A: 

"THE STATEMENT MADE BY THE UNITED STATES DELEGAT- 
ION IN PARA 5 OF DOC. (77) 414.8 HAS BEEN CAREFULLY 
EXAMINED BY THE GERMAN EXPERTS. THEY RECOGNIZE THAT 
THE OPINION EXPRESSED BY THE AMERICAN EXPERTS CONCERNING 
THE TECHNICAL CHARACTERISTICS OF THE TYPE 5236 OSCILLO- 
SCOPE ARE CORRECT AND THAT THE DELAY LINE IN 
THE DEFLECTION IS PRACTICALLY THE SAME AS A TRAVELLING 
WAVE TUBE. THE GERMAN AUTHORITIES WOULD BE GRATEFUL 
IF IN THE LIGHT OF THIS STATEMENT THE RECONSIDERATION 
OF THEIR REQUEST COULD BE BROUGHT TO A 
FAVORBLE END." 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 PARIS 07661 030756Z 

2. ACTION REQUESTED: POSITION OR STATUS REPORT ON 
REFCASE FOR PASSING TO GERMAN DEL. 

SALZMAN 
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